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SERVICE MANUAL 

STEREO AV RECEIVER 


This Service Manual contains information about the difference between AV-D55 HC(B). 
If requiring the other information, see Service Manual of the AV-D55 HC(B) 

(S/M Code No. 09-994-329-7R2). 







ALTERATION LIST 
MECHANICAL PARTS LIST 1/1 


DESCRIPTIONTl^iJfTT^75:V4^« "REFERENCE NAME LIST" ^#0aEx < IN 
If can't understand for Description please kindly refer to "REFERENCE NAME LIST". 


REF. NO 

PART NO. 

KANRI DESCRIPTION 

REF. NO 

PART NO. 

KANRI DESCRIPTION 



NO. 



NO. 

1 

8Z-AR1-060-010 

KN0B,RTRY JOG GLD 

21 

8Z-AR1-058-010 

BTN,SP GLD 

2 

8Z-AR3-026-010 

PANEL,FR HR GLD 

32 

8Z-AR1-050-010 

CABI,STEEL GLD 

4 

8Z-AR1-061-010 

KN0B,RTRY VOL GLD 

33 

8Z-AR1-056-010 

KEY,ENTER GLD 

5 

8Z-AR1-059-010 

KN0B,RTRY FUN GLD 

34 

8Z-AR1-057-010 

KEY,MIC GLD 

10 

8Z-AR3-025-010 

CABI,FR H GLD 

E 

87-078-191-010 

S-SCREW,IT+4-10 

12 

8Z-AR1-053-010 

KEY,POWER GLD 

G 

87-078-191-010 

S-SCREW,IT+4-10 

13 

8Z-AR1-063-010 

KEY,MONITOR GLD 

M 

87-067-641-010 

UTT2+3-8(W/0 SLOT)BL 

14 

8Z-AR1-054-010 

KEY,GEQ GLD 

N 

87-067-579-010 

TAPPING SCREW, BVT2+3-8 

15 

8Z-AR1-055-010 

KEY,DIGITAL GLD 

0 

87-067-001-010 

S-SCREW,BVWWST2+3-12 

17 

8Z-AR1-062-010 

KEY,BBE GLD 





COLOR NAME TABLE 


Basic color symbol 

Color 

Basic color symbol 

Color 

Basic color symbol 

Color 

B 

Black 

C 

Cream 

D 

Orange 

G 

Green 

H 

Gray 

L 

Blue 

LT 

Transparent Blue 

N 

Gold 

P 

Pink 

R 

Red 

S 

Silver 

ST 

Titan Silver 

T 

Brown 

V 

Violet 

W 

White 

WT 

Transparent White 

Y 

Yellow 

YT 

Transparent Yellow 

LM 

Metallic Blue 

LL 

Light Blue 

GT 

Transparent Green 

LD 

Dark Blue 

DT 

Transparent Orange 




NOTE: 


32 
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